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ELISA. See Immunoassay(s), enzyme-linked immunosorbent 
EMIT®. See Immunoassay(s), enzyme-multiplied 
Endocarditis, Corynebacterium diphtheriae, 679 
Endometrium 
small cell carcinoma of, light microscopic and ultrastructural study, 
98 
vascular changes of, in early pregnancy in primigravida, 702 
Endophthalmitis, cryptococcal, diagnosis by cryptococcal antigen de- 
termination in cerebrospinal fluid (letter), 272 
Enzyme protocol, for myocardial infarction, optimal use of isoenzyme 
assays in (abstract), 395 
Eosinophil(s), abnormal, in acute myelomonocytic leukemia with in- 
version of chromosome 16, 733; (abstract), 799 
Ependymal cell(s), in subcutaneous sacrococcygeal myxopapillary epen- 
dymoma, 156 
Ependymoma, myxopapillary, in sacrococcygeal skin and subcutaneous 
tissue, clinicopathologic study, 156 
Epithelial membrane antigen. See under Antigen(s) 
Epithelioid granuloma. See under Granuloma(s) 
Epoxy-embedded section(s) 
dibasic staining of, for surgical pathology, 25 
multipurpose stain for use with (abstract), 805 
Epsilon amino caproic acid, for pathologic hyperfibrinolysis with amy- 
loidosis, clinical response, 382 
Erythrocyte(s) 
intraoperative salvage system for rapid autotransfusion (abstract), 401 
nucleated, detection in leukocyte differentials, 233 
Erythrocyte distribution width, anemia classification using (letters), 415, 
416 
Erythrophagocytosis 
in multiple myeloma (letters), 689, 690 
by segmented neutrophils in paroxysmal cold hemoglobinuria, 787 
Escherichia coli, intracellular, in urinary malakoplakia, 35 
Esophagus, columnar epithelium-lined, mucin secretion of, 500 
Estradiol, incorporation in benign mammary lesions, autoradiographic 
demonstration of, 30 
Estrogen(s), fluorescent, estrogen receptor localization using, immu- 
nocytochemical assay compared (abstract), 797 
Estrogen receptor(s), localization of 
autoradiographic, in benign mammary lesions, 30 
monoclonal estrophilin antibodies and fluorescent estrogen ligands 
compared (abstract), 797 
Ethanol, in sequestered hematomas, quantitative evaluation, 352 
Ethylene diamine tetraacetic acid. See EDTA 
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Factor VII, cold activation of, inhibition by inhibitors of Factor XII 
activation and Factor XII fragments, 618 
Factor Vill-related antigen. See under Antigen(s) 
Factor XII, inhibitors of activation of, inhibition of cold activation of 
Factor VII and prothrombin time by, 618 
Fatty acid(s), in platelets, fish diet’s effects on (abstract), 396 
a-Fetoprotein, in testicular yolk sac tumors and embryonal carcinomas, 
clinical outcome and, 427 
Fibrinogen, measurement on DuPont aca®, discrepancy (letters), 276, 
417, 811 
Fibrinolysis, in oral sub-mucous fibrosis, 623 
Fibroblast(s), in inflammatory fibroid polyps of intestine, 708 
Fibronectin, predictive value in disseminated intravascular coagulation 
syndromes (abstract), 397 
Fluorescent microscopy, Paracoccidioides brasiliensis detection with 
(letters), 417, 540 
Fluosol-DA® 
clinical chemistry results with (abstract), 396 
hematology results with (abstract), 397 
Frozen section(s). See under Section(s) 
Fuchsin-methylene blue stain, for use with epoxy-embedded plastic sec- 
tions (abstract), 805 
Fungus(-i) 
autofluorescence of, detection in tissue sections using (letters), 142, 
407, 540 
calcofluor white for rapid examination of surgical specimens for (ab- 
stract), 804 
infections. See Mycosis(-es) 


G 


Gall granule(s), sudanophilia of, in acute leukemia (letter), 275 
Genetic marker(s), dizygotic/monozygotic ratio values for, for U.S. white 
and black persons, 654 
Gentamicin, resistance to, in Pseudomonas aeruginosa isolated from 
cystic fibrosis patients, 742 
Germinal center(s), natural killer cells in, in reactive lymphoid tissues 
and malignant lymphomas, 459 
Glial fibrillary acid protein 
immunoreactivity in central nervous system hemangioblastomas, 285 
in subcutaneous sacrococcygeal myxopapillary ependymoma, 156 
Gliomatosis peritonei (abstract), 393 
Glucose, autohemolysis induced by, in hereditary spherocytosis, 122 
Granule(s) 
azurophilic, transition to mature Auer body, ultrastructural study, 
132 
neurosecretory, in small cell carcinoma of endometrium, light mi- 
croscopic and ultrastructural study, 98 
Granulocyte(s). See Eosinophil(s); Neutrophil(s) 
Granuloma(s) 
epithelioid, of bone marrow, in non-Hodgkin's lymphoproliferative 
malignancies, 19 
metal-induced, S-100 antigen-containing cells in, 563 
sarcoidosis, S-100 antigen-containing cells in, 563 
talc, in drug addict (letter), 145 
Granulomatosis 
benign lymphocytic, with angiitis, systemic involvement in, 110 
lymphomatoid, benign lymphocytic angiitis and granulomatosis and, 
110 
Granulomatous arteritis. See under Arteritis 
Growth hormone-releasing hormone, acromegaly due to production by 
bronchial adenoma (abstract), 802 
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Hamartoma(s) 
bladder. See Nephrogenic metaplasia 
omental-mesenteric, of infancy (abstract), 804 
HAVAB-M®, modification for hepatitis A virus detection, 337 
Head, tumefactive inflammatory fibrous tumors of (abstract), 394 
Heart 
fungal infections of (abstract), 796 
myxoma of, glans::tar tissue in (abstract), 804 
Hemagglutination-::::ibition, ELISA compared to, for rubella testing, 
230 
Hemalog-D® differential counter, “large unstained cell” loss due to 
EDTA- induced cell size changes in hairy cell leukemia, 213 
Hemangioblastoma(s), central nervous system, Factor VIII-related antigen 
and glial fibrillary acidic protein immunoreactivity in differential 
diagnosis, 285 
Hemangiopericytoma, congenital (infantile) of tongue and sublingual 
region, 377 
Hematology 
See also Blood; particular blood parameters 
Fluosol-DA® effects on tests (abstract), 397 
Hematoma(s) 
epidural, ethanol in, quantitative evaluation, 352 
intracerebral, ethanol in, quantitative evaluation, 352 
sequestered, ethanol in, quantitative evaluation, 352 
subdural, ethanol in, quantitative evaluation, 352 
HEMATRAK® 360, detection of abnormal cells in leukocyte differentials 
on, manual methods compared, 233 
Hemoglobin(s), abnormal, quantitative analysis of (abstract), 800 
Hemoglobinuria, paroxysmal cold, erythrophagocytosis by segmented 
neutrophils in, 787 
Hemolysis. See Anemia(s), hemolytic; Autohemolysis 
Hemophilus influenzae 
rapid diagnostic methods for detection of infections, evaluation (ab- 
stract), 399 
serotype, biotype and 6-lactamase production of respiratory isolates, 
clinica! significance, 85 
Hemophilus parainfluenzae, chorioamnionitis and neonatal septicemia 
due to, 388 
Heparin 
cell surface marker analysis on blood anticoagulated with (abstract), 
797 
thrombocytopenia induced by, paradoxic thromboembolism and an- 
tithrombin III deficiency in (abstract), 798 
Hepatitis 
A 
pathologic features of, compared to hepatitis B, 162 
virus detection by modified commercial radioimmunoassay, 337 
B 
IgM antibody to hepatitis B core antigen in chronic infection, 88 
markers in asymptomatic health care personnel (abstract), 401 
viral, pathologic features of A and B compared, 162 
Herpes simplex virus 
detection of 
ELISA for, 339 
rapid, using human fibroblast cell cultures and peroxidase-anti- 
peroxidase staining, 43 
transport of, sucrose phosphate glutamate for, 762 
Herpes zoster, cutaneous, granulomatous arteritis of central nervous 
system in patient with leukemia and, 529 
Histiocyte(s). See Macrophage(s) 
Histochemistry 
See also Immunohistochemistry; particular technics 
of mucins in Barrett’s esophagus, 500 
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Histoplasma, autofluorescence of (letters), 142 
Human chorionic gonadotropin, in testicular yolk sac tumors and em- 
bryonal carcinomas, clinical outcome and, 427 
Hydrochlorothiazide, fatal intravascular immune hemolysis induced by, 
791 
Hydrodynamic focusing, artifactual effects on platelet volume due to 
anticoagulants, specimen temperature and interval between ve- 
nipuncture and analysis, 769 
3-Hydroxybutyrate, kinetic, enzymatic methods for, calibration consid- 
erations (letters), 273, 274 
Hypercoagulation, in oral sub-mucous fibrosis, 623 
Hypereosinophilia, in Philadelphia chromosome-negative chronic my- 
elogenous leukemia, myeloid tumors composed of eosinophils 
in, 789 
Hyperfibrinolysis, with amyloidosis, clinical response to epsilon amino 
caproic acid, 382 
Hypergammaglobulinemia, diffuse, hypoalbuminemia with, in chronic 
disease, lack of diagnostic specificity, 477 
Hyperplasia 
focal nodular, of liver, fibrolamellar carcinoma of liver and, 521 
microgiandular, in mucinous ovarian cyst during pregnancy (abstract), 
806 
Hypersensitivity 
See also Allergy(-ies) 
immediate, allergy-related chronic otitis media and, 170 
Hypoalbuminemia, with diffuse hypergz gl 
disease, lack of diagnostic specificity, 477 
Hyponatremia, in type I diabetes mellitus (abstract), 395 
Hypopharynx, sarcomas of (abstract), 393 


in chronic 


IBM® 2991, buffy coat isolation from bone marrow on (abstract), 398 
Ileum, anaplastic and sarcomatoid carcinomas of (abstract), 805 
Immune complex(es) 
circulating 
detection by polyethylene glycol microELISA (abstract), 398 
solid phase Clq enzyme assay for (letters), 414, 415 
in Hashimoto’s thyroiditis and membranous nephropathy developed 
in progressive systemic sclerosis, 260 
Immune status, rubella, ELISA test for, clinical evaluation, 230 
Immunoassay(s) 
See also Radioimmunoassay(s); particular substances and kits 
enzyme 
for Factor VIII-related antigen, ELISA compared (abstract), 799 
solid phase Clq, for circulating immune complexes (letters), 414, 
415 
enzyme-linked immunosorbent (ELISA) 
for Factor VIII-related antigen, enzyme immunoassay compared 
(abstract), 799 
for herpes simplex virus, 339 
microELISA for allergen-specific IgE antibodies, 591 
microELISA for antiplatelet antibody, 81 
microELISA for polyethylene glycol-precipitated immune complexes 
(abstract), 398 
rubella test kit, clinical evaluation, 230 
enzyme-multiplied (EMIT®), for acetaminophen in serum, 602 
estrogen receptor i xcytochemical (ERICA), fluorescent estrogen 
ligands compared to, for estrogen receptor localization (abstract), 
797 
Immunochemistry 
See also particular technics 
cardiac isoenzyme assay using, in myocardial infarction diagnosis 
(letters), 408 
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Immunocytochemistry 
See also particular technics 
human blood cell identification method for smears and sections, 204 
Immunocytology 
See also particular procedures 
immunophenotypic characterization of acute leukemia by, 611 
Immunoelectron microscopy, tubuloreticular inclusions in T cells in 
acquired immune deficiency syndrome, 147 
Immunofluorescence 
indirect 
avidin-biotin-peroxidase conjugate technic compared to, for an- 
tinuclear antibody test, 192 
terminal transferase analysis by, storage and transportation of spec- 
imens for, 660 
pan-leukocyte monoclonal antibody L3B12 applications in, 176 
Immunoglobulin(s) 
IgA, secretory, measurement in serum by radioimmunoassay in chronic 
nonalcoholic liver disease and carcinoma, 569 
IgE 
See also under Antibody(-ies) 
in mast cells of adenoid tissue, trypsin-immunofluorescent method 
for detection, 170 
IgG 
index in cerebrospinal fluid, in differential diagnosis of multiple 
sclerosis, 575 
platelet-associated, simplified microELISA for measurement of, 81 
IgM, predominance of antibody to hepatitis B core antigen in chronic 
carriers of hepatitis B surface antigen, 88 
Russell bodies and (letter), 141 
Immunohistochemistry 
See also particular technics 
frozen section, in mycosis fungoides/Sezary’s syndrome with helper 
and suppressor neoplastic T cells, 249 


of lymphocytic infiltrates of orbit and conjunctiva, 447 
Immunoinhibition, creatine kinase isoenzyme measurement using, in 
myocardial infarction diagnosis (letters), 408, 408 
Immunoperoxidase technic 
See also Avidin-biotin complex method; Peroxidase-antiperoxidase 
technic 


composite lymphoma studied with, 526 
Factor VIII-related antigen staining with 
glial fibrillary acid protein staining and, in central nervous system 
hemangioblastomas, 285 
problems in smaller laboratories, 117 
immunophenotypic characterization of acute leukemia using, 61 1 
lactate dehydrogenase isoenzyme | localization with 
in germ cell tumors of testis, 293 
in normal, ischemic and necrotic myocardium, 198 
lymphocyte subpopulations and T-cell subsets studied with, in oral 
cancer tissues, 464 
molecular weight profiles of keratins studied with, in exfoliated ad- 
enocarcinoma and mesothelial cells, 442 
multiple tumor markers studied with, in prostatic tumors, 279 
pan-leukocyte monoclonal antibody L3B12 in, 176 
Russell bodies studied with (letter), 545 
S-100 antigen-containing cells demonstrated with, in metal-induced 
and sarcoidosis granulomas, 563 
Inclusion(s) 
crystalline, in myeloma cells (letters), 274, 275 
tubuloreticular, interferon-related, localization in T cells, in acquired 
immune deficiency syndrome, 147 
Infant(s) 
See also Neonate(s) 
undifferentiated tumors of, with benign clinical course (abstract), 804 
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Infection(s) 
See also particular pathogens 
opportunistic, pulmonary, transbronchial biopsy for diagnosis of, in 
acquired immune deficiency syndrome, | 
respiratory tract, Hemophilus influenzae, clinical significance of se- 
rotype, biotype and 6-lactamase production, 85 
susceptibility to, in leukemia patients undergoing marrow transplan- 
tation, defects in regulation of transferrin saturation with iron 
and, 748 
Insect sting(s), hypersensitivity to, postmortem demonstration of IgE 
antivenom antibodies in fatal case, 794 
Interference(s) 
Fluosol-DA® in clinical chemistry tests (abstract), 396 
smoking in heat-stable alkaline phosphatase as tumor marker (abstract), 
396 
Interferon, tubuloreticular inclusions related to, localization in T cells 
in acquired immune deficiency syndrome, 147 
Intestine. See Bowel 
Iron 
plasma cell, clinical and morphologic features, 312 
reference values for, age and sex influences on, 71 
transferrin saturation with, defects in regulation of, and susceptibility 
to infection, 748 
Iron-binding capacity, total, reference values for, age and sex influences 
on, 71 
Ischemia, myocardial, LDH-1! in myocardium in, 198 
Islet cell tumor(s), adrenocorticotropin production by (abstract), 801 
Isoenzyme(s). See under particular enzymes 


J 


Jejunum, anaplastic and sarcomatoid carcinomas of (abstract), 805 


K 


Kaposi's sarcoma 
in acquired immune deficiency syndrome 
pathologic features of lung in, 6 
postmortem findings, 549; (abstract), 802 
hematologic manifestations in homosexual men with, 13 
Karyorrhexis, erythroid, in peripheral blood smear in arsenic poisoning, 
533 
Keratin(s), molecular weight profiles in exfoliated mesothelial and ad- 
enocarcinoma cells, 442 


Laboratory(-ies) 
See also Quality control; Reporting 
interlaboratory survey, accuracy base derived from, for blood gas and 
pH, 224 
use of, cost containment by controlling use of stat testing (abstract), 
400 
Lactate dehydrogenase 
isoenzyme | 
distribution in normal, ischemic and necrotic myocardium, 198 
immunohistochemical localization in germ cell tumors of testis, 
293 
optimal use of isoenzyme assay in enzyme protocol for myocardial 
infarction (abstract), 395 
sequential isoenzyme interpretation by microcomputer, 93 
Larynx 
cysts of, in adults, 715 
sarcomas of (abstract), 393 
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Latex agglutination, Hemophilus influenzae infection detection with, 
comparative evaluation (abstract), 399 
Lead poisoning, erythroid karyorrhexis in, arsenic poisoning compared 
to, 533 
Lectin(s), receptor sites in nephrogenic adenoma and embryonic kidney 
tubules, 728 
Leiomyosarcoma, gastric epithelioid, pulmonary chondroma and func- 
tioning extraadrenal paraganglioma with (abstract), 391 
Leukemia(s) 
acute 
hand-mirror cells in, prevalence, 355 
immunocytochemical identification of human blood cells in di- 
agnosis, 204 
immunophenotypic characterization of, by immunocytology, 611 
lymphoblastic, epithelioid granuloma of bone marrow in, 19 
myelogenous, with maturation, Auer rods in mature granulocytes 
in, 662 
myelomonocytic, pericentric inversion of chromosome 16 in, 733; 
(abstract), 799 
nonlymphocytic, with basophilic differentiation (abstract), 398 
promyelocytic, Auer body precursor identification in, using high- 
angle specimen tilt, 132 
sudanophilia of Gall granules in (letter), 275 
chronic lymphocytic, immunocytochemical identification of human 
blood cells in diagnosis, 204 
chronic myelogenous, Philadelphia chromosome-negative 
with hypereosinophilia, myeloid tumors composed of eosinophils 
in, 789 
morphologic reassessment (abstract), 800 
granulomatous arteritis of central nervous system in patient with, 529 
hairy cell, EDTA effect on cell size of hairy cells in, 213 
lymphocytic 
in asbestos workers (letters), 410, 411 
chronic, immunocytochemical identification of human blood cells 
in diagnosis, 204 
marrow transplantation for 
defects in regulation of transferrin saturation with iron and sus- 
ceptibility to infection in, 748 
serum transferrin levels as prognostic indicator in, 581 
Leukocyte(s) 
See also Fosinophil(s); Lymphocyte(s); Neutrophil(s) 
counts 
differential, abnormal cell detection by, HEMATRAK® compared 
to manual methods, 233 
differential, cytochemical, in appendicitis diagnosis (letters), 542, 
543 
Technicon H6000™ and Coulter Counter® Model ZBI results com- 
pared, 349 
monoclonal antibody not subset-specific, 176 
pemphigus and pemphigoid antibody production by, in pokeweed 
mitogen-stimulated cultures, 586 
polymorphonuclear. See Neutrophil(s) 
in spinal fluid, electronic counting of, 506 
in urine, reagent-strip test for (abstract), 395 
Leukocyte common antigen. See under Antigen(s) 
Lithium carbonate, familial cyclic neutropenia treatment with, 120 
Liver 
biopsy, in hepatitis A, findings compared to hepatitis B, 162 
carcinoma of 
fibrolamellar, 521 
radioimmunoassay for secretory IgA in serum, 569 
disease of 
See also Cirrhosis; Hepatitis 
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chronic nonalcoholic, radioimmunoassay for secretory IgA in serum, 
569 
hypoalbuminemia with diffuse hypergz 
of diagnostic specificity, 477 
Lumac® system, rapid screening of urine specimens with, evaluation, 
629 
Lumi-aggregation, platelet function testing by, using interactive computer 
system, 471 
Lung(s) 
in acquired immune deficiency syndrome, pathologic features in au- 
topsy, 6 
elastic tissue alterations in cystic fibrosis (abstract), 805 
intraoperative fine-needle aspiration biopsy for diagnosis and staging 
of lesions (abstract), 393 
small-cell undifferentiated carcinoma of 
central, analysis of surgically treated patients (abstract), 803 
peripheral, analysis of surgically treated patients (abstract), 806 
Lymphadenitis, toxoplasmic, monocytoid cells in, i yhistochemical 
study, 453 
Lymph node(s) 
capsule of, blue nevus of, 367 
in mast cell development (abstract), 397 
Lymphocyte(s) 
B 


lahaili 


in, lack 


monocytoid, in reactive follicular hyperplasia, immunohistochem- 
ical study, 453 
in ocular infiltrates, clinical and histologic correlation, 447 
large granular, in chronic neutropenia with T-cell imbalance, 54 
subpopulations, in oral cancer tissues, immunohistologic analysis by 
monoclonal antibodies, 464 
subset identification using immunocytochemica! method, 204 
T 
helper/inducer, transient increases in, after plasmapheresis for AIDS, 
518 
imbalance, in chronic neutropenia, 54 
neoplastic, with helper and suppressor phenotypes in mycosis fun- 
goides/Sezary’s syndrome, 249 
in ocular infiltrates, clinical and histologic correlation, 447 
subsets, analysis with monoclonal antibody in microlymphocyto- 
toxicity assay (abstract), 399 
subsets, in multiple sclerosis patients treated with lymphocyto- 
pheresis (abstract), 797 
subsets, in oral cancer tissues, immunohistologic analysis by mono- 
clonal antibodies, 464 
suppressor/cytotoxic, tuboreticular inclusions in, in acquired im- 
mune deficiency syndrome, 147 
Lymphocytopheresis, T-lymphocyte subsets in multiple sclerosis patients 
treated with (abstract), 797 
Lymphocytosis, T-suppressor/cytotoxic cell, in chronic neutropenia, 54 
Lymphoma(s) 
in asbestos workers (letters), 410, 411 
B-cell, two immunologically distinct tumors in single node, 526 
immunoblastic, of sinonasal region, 721 
large cell, with microvillus-like projections (letters), 143 
natural killer cells in, 459 
non-Hodgkin’s 
epithelioid granuloma of bone marrow in, 19 
of sinonasal region, histologic subtypes and clinicopathologic fea- 
tures, 721 
signet ring cell, 358 
true histiocytic, immunohistochemical and ultrastructural study, 243 
Lymphomatoid granulomatosis. See under Granulomatosis 
Lymphomatoid papulosis (abstract), 801 


820 


Lysozyme, staining for, in identification of true histiocytic lymphoma, 
243 


M 


Macrophage(s), large ceil lymphoma with microvillus-like projections 
and (letters), 143 
Magnesium, reference values for, age and sex influences on, 71 
Mahalanobis’ distance method, monitoring of multivariate data using, 
evaluation, 329 
Malakoplakia, urinary, intracellular Escherichia coli in, 35 
Marrow 
in acquired immune deficiency syndrome (abstract), 799 
biopsy, interpretation of cellularity not influenced by aspiration (let- 
ters), 144 
buffy coat isolation from, on IBM 2991® (abstract), 398 
epithelioid granulomas of, in non-Hodgkin’s lymphoproliferative ma- 
lignancies, 19 
in Kaposi's sarcoma patients, 13 
in mast cell development (abstract), 397 
morphologic changes in, in patients with plasma cell iron, 312 
transplantation 
defects in regulation of transferrin saturation with iron and sus- 
ceptibility to infection in, 748 
serum transferrin levels as prognostic indicator in, 581 
Mast cell(s) 
bone marrow and lymph node in development (abstract), 397 
IgE in, in adenoid tissue, trypsin-immunofluorescent method for de- 
tection, 170 
Mean corpuscular volume, anemia classification using (letters), 415, 416 
Mean platelet volume 
artifactual effects due to anticoagulants, specimen temperature and 
interval between venipuncture and analysis, 769 
platelet count and (letters), 406 
reference method needed for, 769 
Mediastinum, tumors of, fine-needie aspiration biopsy of (abstract), 392 
Medical utility of laboratory tests 
evaluation procedure (letter), 144 
preoperative, computer system for evaluation (abstract), 400 
Medicare, prospective pricing system using diagnosis-related groups, im- 
pact on pathologists (editorial), 405 
Medicolegal 
ethanol in sequestered hematomas, quantitative evaluation, 352 
semen detection in alleged rape, picroindigocarmine/nuclear fast red 
stain for spermatozoa, serial dilution study, 90 
Medium(-a) 
blood culture, with adsorbent and cationic exchange resins, bacteremia 
detection using, 643, 783 
for Chlamydia trachomatis storage, 237 
Melanoma, familial malignant, giant melanosomes in nevi of patients 
with (abstract), 391 
Melanosome(s), giant, in nevi of patients with familial malignant mel- 
anoma (abstract), 391 
Meningioma, angioblastic, Factor VIII-related antigen and glial fibrillary 
acidic protein immunoreactivity in, 285 
Meningitis 
bacterial, C-reactive protein measurement in diagnosis, 779 
Hemophilus influenzae, rapid diagnostic methods for detection, eval- 
uation (abstract), 399 
Merkel cell(s), immunocytochemistry and ultrastructure of (abstract), 
391 
Merkel cell tumor(s). See Carcinoma(s), neuroendocrine 
Mesenteric lipodystrophy, cholesterol ester storage disease with, 263 
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Mesonephros, lectin binding of nephrogenic adenoma and, 728 
Mesothelial cell(s), molecular weight of keratins in, 442 
Mesothelioma, molecular weight of keratins in exfoliated cells, 442 
Metaplasia(s) 
nephrogenic. See Nephrogenic metaplasia 
osseous, breast carcinoma with, ultrastructural study, 127 
Mexiletine, monitoring by gas chromatography with nitrogen selective 
detector, 776 
Microcomputer(s) 
hierarchic interpretive reporting system using (abstract), 796 
sequential isoenzyme interpretation by, 93 
Microlymphocytotoxicity assay, monoclonal antibody in, for T-cell subset 
analysis (abstract), 399 
Microscopy 
See also Electron microscopy; Fluorescent microscopy; Immuno- 
electron microscopy 
light, dibasic staining of epoxy-embedded sections for, 25 
urine sediment, in screening strategy with dipstick analysis and selective 
culture, 634 
Monoclonal antibody(-ies). See under Antibody(-ies) 
Mouth. See Oral cavity 
MS-2® system, rapid screening of urine specimens with, evaluation, 629 
Mucin, secretion of, in Barrett’s esophagus, 500 
Mucinous formation, in subcutaneous sacrococcygeal myxopapillary 
ependymoma, 156 
Miillerian tumor(s), malignant mixed, extra-genital, case report and 
literature review, 102 
Multiple myeloma 
epithelioid granuloma of bone marrow in, 19 
erythrophagocytosis in (letters), 689, 690 
Multiple sclerosis 
agarose electrophoresis and immunonephelometric quantitation of 
cerebrospinai fluid immunoglobulins in differential diagnosis of, 
575 
T-lymrinocyte subsets in patients treated with lymphocytopheresis 
(abstract), 797 
Multistix SG® reagent strips, evaluation (letters), 540, 541, 545 
Multivariate statistics, monitoring system for, using Mahalanobis’ distance 
method, 329 
Mycobacteria, rapid recovery using automated radiometric technic, 341 
Mycobacterium avium-intracellulare, in acquired immune deficiency 
syndrome, pathologic features of lung in, 6 
Mycobacterium tuberculosis, presumptive identification by 8-azaguanine, 
341 
Mycosis(-es) 
of heart (abstract), 796 
systemic, fungal casts in urinary sediment (abstract), 390 
Mycosis fungoides, with helper and suppressor neoplastic T cells, mul- 
tiparameter assessment of case, 249 
Myeloma 
See also Multiple myeloma 
in asbestos workers (letters), 410, 411 
osteosclerotic, abnormal protein detection in (letter), 409 
Myeloma cell(s), crystalline inclusions in (letters), 274, 275 
Myocardial infarction 
cardiac isoenzyme methodology and diagnosis of (letters), 408 
LDH-|! distribution in myocardium after, 198 
optimal use of isoenzyme assays in enzyme protocol for (abstract), 
395 
Myocardial ischemia, LDH-! in myocardium in, 198 
Myofibroblast(s), in intima of spiral arteries of endometrium in early 
pregnancy, 702 
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Myxoma, glandular cardiac, immunocytochemical appraisal (abstract), 
804 


N 


Nasal cavity, non-Hodgkin’s lymphoma of, histologic subtypes and clin- 
icopathologic features, 721 
Natural killer cell(s), in reactive lymphoid tissues and malignant lym- 
phomas, 459 
Neonate(s) 
Hemophilus parainfluenzae septicemia in, 388 
spontaneous intestinal perforation in, due to congenital defects of 
musculature, 77 
Nephelometry, laser, abnormal clotting factors studied with, 323 
Nephrogenic metaplasia, lectin binding studies, 728 
Nephropathy, membranous, in progressive systemic sclerosis, 260 
Nerve sheath tumor(s), malignant peripheral, divergent differentiation 
in (abstract), 392 
Nervous system, central 
angioendotheliomatosis involving (abstract), 394 
granulomatous arteritis of, in patient with leukemia and cutaneous 
herpes zoster, 529 
Neutropenia 
chronic, T-cell imbalance in, 54 
familial cyclic, lithium carbonate treatment in, 120 
Neutrophil(s) 
mature, Auer rods in, in acute myelogenous leukemia with maturation, 
662 
percentage, manually vs. cytochemically determined (letters), 542, 
543 
segmented, erythrophagocytosis by, in paroxysmal cold hemoglobin- 
uria, 787 
Nevus(-i) 
blue, of lymph node capsule, 367 
giant melanosomes in, in patients with familial malignant melanoma 
(abstract), 391 
Nitrogen selective detector, gas chromatography with, mexiletine mon- 
itoring by, 776 


Oligoclonal banding, an agarose electrophoresis of cerebrospinal fluid 
and serum, in differential diagnosis of multiple sclerosis, 575 
Oncocyte(s), in fibrolamellar carcinoma of liver, 521 
Oncotic pressure. See Colloid osmotic pressure 
Oophoritis, autoimmune, 105 
Oral cavity 
cancer of, lymphocyte subpopulations and T-cell subsets in, immu- 
nohistologic analysis by monoclonal antibodies, 464 
verrucous carcinomas and “hybrid” verrucous-squamous carcinomas 
of (abstract), 803 
Oral sub-mucous fibrosis, hypercoagulation and fibrinolysis in, 623 
Orbit, lymphocytic infiltrates of, immunohistochemical staining, 447 
Ortho Rubella ELISA Test System, clinical evaluation, 230 
Ossification, age- and sex-limited pattern in costal cartilages, 765 
Otitis media, chronic, with effusion, allergy and, 170 
Ovary(-ies) 
autoimmune oophoritis as cause of failure, 105 
mucinous cyst of, microglandular hyperplasia in, during pregnancy 
(abstract), 806 
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Platelet(s) 
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fish diet’s effect on function and fatty acid composition (abstract), 
396 
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pneumonia due to, retrospective review (abstract), 399 
rapid diagnosis using Wright’s stain, 511 
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Predictive value, for cardiac isoenzymes, methodology and (letters), 408 
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Sarcoidosis, S-100 protein antigen-containing cells in granulomas, 563 
Sarcoma(s), of larynx and hypopharynx (abstract), 393 
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dehydrogenase isoenzyme | in, 293 


INDEX OF SUBJECTS 


823 
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antithrombin III deficiency and (abstract), 798 
Thrombolytic therapy 
See also Antithrombotic therapy 
for acute coronary thrombosis, laboratory monitoring (abstract), 800 
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Trimethoprim-sulfamethoxazole, urinary malakoplakia treatment with, 
35 
Tumor(s) 
See also particular types and sites 
congenital, hemangiopericytoma of tongue and sublingual region, 
377 
epithelial, undifferentiated, epidermal and Mallory body cytokeratin 
in, immunohistochemical localization, 184 
germ cell, of testis, immunohistochemical localization of lactate de- 
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extraskeletal, in major salivary glands, 666 
of sphenoid bone (abstract), 394 
Merkel cell. See Carcinoma(s), neuroendocrine 
myeloid, of eosinophils, in Philadelphia chromosome-negative chronic 
myelogenous leukemia with hypereosinophilia, 789 
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munocytochemical patterns with clinical outcome, 427; (abstract), rapid, bacteriuria detection device for, clinical evaluation, 48 
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